Subject: RE: Meeting with Commissioner James re: 2nd Phase Vermont Median Installation - Friday, June 1st - 
2:30 PM 

From: Nicole Shahenian, EHBID </0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN = 1AAEE804A85C403CB9D28E695DB59600-NICOLE> 

Date: 5/31/18, 3:23 PM 
To: harvey shield 

Done. Do you know how to access the parking garage under City Hall East? It's on Los Angeles St. Just past Temple. 
-Nicole 

From: harvey shield [mailto:harveyshield@gmail.com] 

Sent: Thursday, May 31, 2018 10:23 AM 

To: Nicole Shahenian, EHBID <nicole@ehbid.org> 

Subject: Re: Meeting with Commissioner James re: 2nd Phase Vermont Median Installation - Friday, June 1st - 2:30 PM 

Importance: High 

Hi Nicole, 

Please arrange parking for me. 

Thanks, 

Harvey 

Jaguar XJ8 
5JRU246 


On May 30, 2018, at 10:44 AM, Nicole Shahenian, EHBID < nicole@ehbid.ora > wrote: 

Hi all! Friendly reminder that we have a meeting this Friday, June 1 st at 2:30 pm with Commissioner James to 
discuss the 2 nd phase installation of the Vermont Medians. 

If you would like me to arrange parking for you at City Hall please send me the makes and model of your vehicle 
along with your license plate number. 

I look forward to seeing you all on Friday! 

Subject: Meeting with Commissioner James re: 2nd Phase Vermont Median Installation 
When: Friday, June 1, 2018 2:30 PM-3:30 PM 

Where: City Hall - 200 N. Spring Street, Los Angeles, CA 90012 3rd Floor - Room 361-L 


Warmest Regards, 
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Nicole J. Shahenian 

Executive Director 

East Hollywood Business Improvement 
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90028 
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